54—326 Layout warning flasher relay starting September 1981 






The former warning flasher switch with transmitter 
section is replaced by the separate warning flasher 
switch and warning flasher transmitter of model 126. 
The warning flasher transmitter is located under cover 
between ashtray and shift lever. 
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